HUGHES FLYING BOAT 
Long Beach, California 


Howard Hughes and the Hughes Flying Boat with 
the colorful lighting that dramatizes the largest 
plane ever built. With its 320 foot wingspan and 
eight Pratt & Whitney 3,000 hp engines, the once 
mysterious Flying Boat is now on display in the 
world’s largest freestanding aluminum dome, located 
next to the Queen Mary. 
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